Phoenix DMA 


Control your keyboard and mouse at the pure hardware level with KMBOX NVideo by Phoenix 
DMA. It supports a maximum report rate of 1OOOHZ, providing precise control for your game 
controller, keyboard, and mouse. Monitor and modify the physical keyboard and mouse 
status effortlessly. Enjoy zero-delay loop HDMI output with 1920x1080@60Hz video signal 
input, no drivers required. Capture video via USB 3.0 with minimal delay. Convert your 
keyboard and mouse into game controllers with adjustable parameters. 
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$90.00 


¢ Control the keyboard and mouse at 
the pure hardware level. 
Supports a maximum report rate 
of 1000Hz to control the game 
controller, keyboard, and mouse. 
Supports monitoring the physical 


keyboard and mouse status. 


Modifying the data of the slave 


